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ob? 0-754 
5 June 1980 


MEMORANDUM FOR: Acting Daputy Director for Administration 


STATINTL 
FROM: ata eeee ae 
Acting Director of Data Processing 


SUBJECT: ODP Report for Week Ending 4 June 1980 


Personnel 


Sees ee ee ee eae ee enreeeee 


STATINTL xeported for duty on 2 June 1980 in Systems Progr ng 
Her math 
and systems programming rkilis @ put to good use in 


SPD. {C/AS) 


STATINTL 


FBI Briefed on CIA Financial Systems 


On thursday, 29 *ay, Saag $7°7!N 
all of ODP, briefed four BO 


Pedexral Bureau of rovers ye on the Agency's financial 
budget preparation and budget monitoring systems (ZBB and 
FRS). Oniine demonstratiens of each system were given. 


STATINTL 


STATINTL 


Support to OPPPM 


PERINSUR (Hospitalivwation, FEGUI, Insurance). Engineer- 
ing Division has determined that the CAPER and PERINSUR ap- 
plications will not both Fit on the one Microdata Reality 
minicomputer. Development efforts uave bean temporarily 
suspended on the PERINSU’ project until a decision is made 
ee the customer om the operational hardware. (AIUO) 


STATINTL 


Blectronic Vacancy iotice System. Work has begun on 
the design and developmert: of a system to enable OPPPM to 
@istribute vacancy noticas electronically. [xy STATINTL 


STATINTL 


STATINTL 
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